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the town as well as the Buddhist monuments must all have
been swept away by the change in the river's course.
A probable source of error in all short distances was their
registry in yojanas instead of in kos, which would have increa-
sed the distances just fourfold. If such an error should have
been committed in the case of Nava-dwa-kula, the actual
distance would have been only 25 lit or a little more than 4
miles, instead of 17 miles, Now in this very position, 4 miles
to the south-east of Kanoj there is a well-known place on the
Chota Ganga, called Deokali, which is the same name as that
given by the pilgrim, if we omit the first two syllables '2fav&'
or 'new/
On leaving Nava-deva~kulaf Hwen Thsang proceeded 600 li,
or 100 miles, to the south-east, and recrossing the Ganges
reached the capital city of A-yu*to, which was 20 li, or up-
wards of 3 miles, in circuit. Both 31. Julien and M. de St.
Martin have identified this place with Ayodhya, the once cele-
brated capital of Rama, I accept the probable reading of the
name as Ayuda, but I differ with them altogether in looking
for the capital along the line of the Gh&ghra river, which is due
east from Kanoj, whereas Hwen Thsang states that his route
was to the south-east. It is of course quite possible that the
pilgrim may occasionally use the generic name of Ganges as the
appellation of any large river, such for instance as the Gfcdg&ra,
but in the present case, where the recorded bearing of south-
east agrees with the course of the Ganges, I think it is almost
certain that the Ganges itself was the river, intended by the
pilgrim. But by adopting the line of the Ganges we encounter
a difficulty of a different kind in the great excess of the
distance between two such well-known places as Kanoj and
Prayag. According to Hwen Thsang's route, he made first
100 K, to Nava-deva-kute, then 600 li to Ayuto, then 300 li by
water to HayamukJia, and lastly 700 li to PrayQga. All these
distances added together make a total of 1700 li, or 283 miles,